Stirling Bridge 
Bulk Carrier - d.w.t. 
(Silver Line Ltd) 


Winter 1977 


(15/03/1978) 


Captain Boyle P 
Chief Eng Officer Ford A.J.K 


Chief Officer Williams J.B 2nd Eng Officer Howarth P 
2nd Officer Christopherson P 3rd Eng Officer Willoughby B 
3rd Officer Gillett R.B 4th Eng Officer Hulme K 

Radio Officer Breivik P.R Electrical Officer McRae A 

Autumn 1978 


(27/09/1978) 


Captain Waldie J.W 
Chief Eng Officer Willoughby R.S 


Chief Officer Bayliss F.A 2nd Eng Officer Turbitt D 
2nd Officer Brough R.W.A 3rd Eng Officer Haggerston A 
3rd Officer Attard Montalto L.P 4th Eng Officer Twemlow A.J 
Deck Cadet Meades G.W Engineer Cadet Hay N.W 
Deck Cadet Hosick L.G Engineer Cadet Hossack |.K 


Electrical Officer Hallam D 


